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9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203160193 Forwards safety insp rept 50-263/92-03 on 920224-28. Violations noted
but not cited.

GREGER.LR. Region 3 (Post 820201). 92/03/10. ELIASON.LR. Northern States
Power Co. 2pp. 60909:027-60909:036.

-9203160199 Insp rept 50-263/92-03 on 920224-28.N9 violations noted. Major areas
inspected:radwaste & transportation programs w/special emphasis on 10CFR20 & 61
requirements for disposal of low level radwastes.

SHAH.N., SCHUMACHER.M.C. Region 3 (Post 820201). 92/03/09. 8pp. 60909:029-
60909:036.

R. Periodic operating reports & related correspondence

9203030360 Forwards 1991 annual repts on Personnel Whole Body Exposure, Occupa-
tional Exposure & Safety/Relief Valve Failures & Challenges.

PARKER.T.H. Northern States Power Co. 92/02/26. Document Control Branch (Docu-
ment Control Desk). 1p. 60802:135-60802:140.

-9203030362 "1991 Personnel Whole Body Exposure.Occupational Exposure & Safety/
Relief Valve Failures & Challenges Rept"

*  Northern States Power Co. 91/12/31. 5pp. 60802:136-60802:140.

9203050058 Forwards "Effluent & Waste Disposal Semiannual Report for Jul-Dec 1991"
& Rev 8 to Section 4.0 of PCP manual, "Dewatering of Resin & Other Filter Media."
FEY.F.L. Northern States Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 1p. 60852:179-60852:202.

-9203050062 "Effluent & Waste Disposal Semiannual Report Jul-Dec 1991."
FEY.F.L Northern States Power Co. 91/12/31. 14pp. 60852:180-60852:194.

-9203050066 Rev 8 to Section 4.0 of PCP Manual, "Dewatering of Resin & Other Filter
Media."

*  Northern States Power Co. 91/08/02. 8pp. 60852:195-60852:202.

9203020263 Forwards fitness for duty program performance data for period ending
911231,per 10CFR26.71 (d).

PARKER.T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc-
ument Control Desk). 8pp. 60783:264-60783:271.

9203160071 Monthly operating rept for Feb 1992 for Monticello Nuclear Generating
Plant.W/920306 Itr.

PAUSTIAN.H.H.,   PARKER.T.M.   Northern   States    Power   Co.    92/02/29.    5pp.
60968:341-60968:345.

S. Reportable occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept.dtd   920204,re   Generators   EMD
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users,
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.

*  MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203120382 LER 92-004-00:on 920207,review of sampling technique for diesel oil
sample sys determined that sample not obtained in accordance w/TS.Caused by inad-
equate engineering review. Diesel oil sampled per ASTM std.W/920309 Itr.
WARD.A., PARKER.T.M. Northern States Power Co. 92/03/09. 4pp. 60997:055-
60997:058.

9203300335 LER 92-005-00:on 920224,discovered that all surveillance requirements for
CRD sys not met.Caused by inadequate administrative controls.TS change will be pur-
sued to delete option for monthly exercising of rods.W/920324 Itr.
SENGER.A., PARKER.T.M. Northern States Power Co. 92/03/24. 5pp. 61225:060-
61225:064.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010-Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm  International,  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.  Region 3  (Post 820201).  92/03/25.  Consumers  Power Co.  3pp.
61110:314-61110:316.

DOCKET 50-264 DOW CHEMICAL CO.

R. Periodic operating reports & related correspondence

9203310245 "Dow TRIGA Research Reactor Annual Rept - 1991." W/920326 Itr.
KOCHER.C.W. Dow Chemical Co. 91/12/31. 5pp. 61216:291-61216:295.

DOCKET 50-265 QUAD-CITIES STATIOM, UNIT 2

F. Security, medical, emergency & fire protection plans

9203110188 Revised Pages 1 & 2 to Rev 2 to QEP 175-S3, "Chemistry Director Gener-
al Emergency Checklist"

*  Commonwealth Edison Co. 92/01/28. 3pp. 60897:020-60897:022.

9203110031 Forwards rev 29 to Security Plan.Rev withheld (ref 10CFR73.21).
KOVACH.TJ. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu-
ment Control Desk). 1p. 60897:288-60897:288.

9203090027 Advises that scenario manuals for 920429 emergency plan exercise deliv-
ered to Region lll.W/o manuals.

SCHUSTER.T.K. Commonwealth Edison Co. 92/02/26. DAVIS.A.B. Region 3 (Post
820201). 1p. 60862:145-60862:145.

9203190320 Revised procedures.including Rev 11 to QEP 120-0, "Technical Director" &
Rev 4 to QEP 120-S6, "Drywell Radiation Monitor Time Dependent Correction Work-
sheet."
HOOGHEEN.D. Commonwealth Edison Co. 92/02/26. 4pp. 61062:277-61062:280.

9203110194 Revised Pages 1 & 2 to Rev 2 to QEP 105-S4, "Station Director
Downgrade.Termination & Recovery Checklist."

*  Commonwealth Edison Co. 92/03/01. 3pp. 60897:023-60897:025.

9203190317 Revised procedures.including Rev 9 to QEP 100-0, "Acting Station Director
(Shift Engineer)" & Rev 4 to QEP 100-T1, "GSEP Emergency Procedures Implemen-
tation Guide."
HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 13pp. 61062:264-61062:276.

9203190323 Revised procedures.including Rev 7 to QEP 720-0, "Drills & Exercises,"
Rev 5 to QEP 720-2, "Equipment & Communication Test" & Rev 4 to QEP 720-S1,
"Monthly Equipment & Communications Sys Test Checklist."
HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 37pp. 61062:285-61062:321.

9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203-
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi-
dent.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison
Co. 3pp. 60886:101 -60886:121.

-9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency
procedure guidelines & actions resolving weaknesses.
RESCHESKE.P.R. Region 3 (Post 820201). 92/03/09. 18pp. 60886:104-60886:121.

9203300274 Revised procedures.including Rev 22 to Table of Contents QEP 110-0,
"Operations Director" & Rev 5 to QEP 110-S1, "Operations Director Alert Checklist."

*  Commonwealth Edison Co. 92/03/10. 7pp. 61207:251-61207:258.

9203200007 Advises that changes identified as Rev 29 to plant security
plan,acceptable.

GREGER.LR.  Region  3  (Post 820201).  92/03/12.   KOVACH.T.J.  Commonwealth
Edison Co. 2pp. 60970:033-60970:035.

9203300294 Revised procedures including Rev 17 to QEP 400-0, "On-Site Response
Actions" (table of contents) & Rev 9 to QEP 400-S2, "Responsibility for
Coordination:Security Director," changing ref from IESDA to State of IL emergency
mat agency.

*  Commonwealth Edison Co. 92/03/13. 9pp. 61199:349-61199:357.

9203300301 Revised procedures.including Rev 7 to QEP 710-0, "Training Program"
(table of contents) & Rev 2 to QEP 710-3, "Offsite Support Training Agency."

*  Commonwealth Edison Co. 92/03/13. 7pp. 61207:240-61207:246.

9203300279 Revised procedures including Rev 13 to QEP 300-0,Rev 4 to QEP 300-
S3,Rev 5 to QEP 300-S6 & Rev 6 to QEP 300-T1, updating procedures.

*  Commonwealth Edison Co. 92/03/16. 9pp. 61174:351-61174:359.

9203300289 Revised procedures including Rev 12 to QEO 155-0,Rev 7 to QEP 155-
SI.Rev 4 to QEP 155-S2,Rev 4 to QEP 155-S3 & Rev 4 to QEP 155-T1,changing
procedure refs from EDs to CEPIPs & correcting titles.

*  Commonwealth Edison Co. 92/03/16. 31pp. 61197:310-61197:340.

9203300307 Revised procedures including Rev 3 to QEP 500-0,Rev 3 to QEP 500-S4 &
Rev 2 to QEP 500-T1,changing refs to IESDA to State of II Emergency Mgt Agency.

*  Commonwealth Edison Co. 92/03/16. 15pp. 61198:274-61198:288.

9203300310 Revised pages to Rev 5 to QEP 105-0, "Station Director" consisting of
table of contents & Rev 4 to QEP 105-S5, "Command & Control Turnover Briefing,"
changing refs to generating station emergency plan exercise.

*  Commonwealth Edison Co. 92/03/16. 5pp. 61198:352-61198:356.

9203300259 Informs that 920312 request for approval of route for transporting spent
fuel from Univ of Michigan Ford Nuclear Reactor to Savannah River
PlantAiken.SC.approved.Supporting documentation encl.

MACDONALD.C.E. Transportation Branch. 92/03/27. FLEMING.R.F. Michigan, Univ.
of, Ann Arbor, Ml. 3pp. 61122:015-61122:017.

9203190168 Rev 8a to Figures QCA 6-2 & 6-3,Annex Index & table of contents of emer-
gency plan.

* Commonwealth Edison Co. 92/03/31. 6pp. 60998:219-60998:224.

O. Advisory Committee on Reactor Safeguards reports & correspondence

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth
minimizers.

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167.nts Assessment (Post 870411). 92/02/28.
